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No. 63. All rooms in which ice cream is manufactured or stored shall be provided 
with tight walls and floors and kept constantly clean. All utensils employed in the 
mixing, freezing, storage, sale, and distribution of ice cream, shall be frequently 
sterilized, and all such utensils after use shall be washed with boiling water. Vessels 
used in the manufacture and sale of ice cream shall not be employed as containers 
for other substances than ice cream. 

No. 64. Ice cream kept for sale in any shop, restaurant, or other establishment 
shall be stored in a covered box or refrigerator. Such box or refrigerator shall be 
properly drained and cared for, and shall be tightly closed except during such inter- 
vals as are necessary for the introduction or removal of ice cream or ice, and they 
shall be kept in such locations and under such conditions as shall be approved by 
the State or local health authorities. 

No. 65. Every psrson engaged in the manufacture, storage, transportation, sale, or 
distribution of ice cream, immediately on the occurrence of any case or cases of infec- 
tious disease, either in himself or in his family, or among his employees, shall notify 
the local board of health, and at the same time shall suspend the sale and distribution 
of ice cream until authorized to resume the same by the said board of health. No 
vessels which have been handled by persons suffering from such disease shall be used 
to store or to convey ice cream until they have been thoroughly sterilized. 

No. 66. All cream or milk used in the manufacture of ice cream shall before use be 
kept at a temperature not higher than 50° F. 

No. 67. No person shall by himself or through a servant or agent, or as the servant or 
agentof another person, firm, or corporation, sell, exchange, or deliver any milk, cream, 
or ice cream which contains more than 500,000 bacteria per cubic centimeter; and no 
old or melted ice cream or ice cream returned to the manufacturer, from whatever 
cause, shall be used in the preparation of ice cream, unless returned in a frozen state, 
and in the original container which has not been opened. 

Schools — Location, Construction, and Maintenance. (Reg. Public Health Council, 

Jan. 25, 1916.) 

In order that the health, sight, and comfort of school children may be properly pro- 
tected, all school sites, houses, and equipment shall comply with the following regu- 
lations: 

No. 12. All school sites shall be dry. A slight elevation is preferable, but if the 
site must necessarily be low, or even level, surface drainage or subsoil drainage shall 
be provided to insure freedom from dampness. The' site shall not bo adjacent to a 
cemetery, nor nearer than 500 feet to any of the following conditions, to wit : Swampy, 
ground; body of stagnant water; livery stable; horse, mule, or cattle barn; hog pen; or 
any noise-making industry, or any unhealthful conditions. All school sites shall, if 
possible, have an area of not less than one-half acre, and from one to two acres is 
recommended. 

No. 13. The school building. — All school buildings shall be weather tight, free from 
crevices in the floors or walls and from leaks in the roofs. The windows and doors shall 
be whole. Suitable steps at entrances shall, where necessary, be provided and kept 
in repair. No classroom shall exceed 24 feet in width, with ceiling not less than 12 
feet nor more than 13 feet in height. Stair steps should have a rise of not more than 
7 inches with a tread of not less tnan 12 inches. No winding stairs shall be used in 
schoolhouse construction. Where more than one riser is needed to reach an upper 
floor the turn shall be at right angles to a suitable landing. 

No. 14. Doors. — In any schoolhouse the doors leading from the schoolrooms to the 
hallways and from the hallways to the street or ground surrounding the building shall 
open outwardly. Buildings of more than one story having four or more classrooms on 
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the upper floor shall be provided with two stairways, leading to outside doors, which 
shall be unlocked during school hours, be provided with fire bolts on the inside, and 
shall open outward. 

No. 15. Cloakrooms. — All future school construction shall provide ample cloakroom 
facilities. All cloakrooms shall have window illumination communicating directly 
with the outside. They shall not be less than 4 feet wide and shall have not less than 
50 linear feet of wall space for every 25 children. In rural districts racks should be 
provided for drying wraps. 

No. 16. School desks. — All school desks shall be of an adjustable type and must be 
of a size suitable for children of varying bodily growth. No school desk shall be nearer 
than 24 inches to any wall or partition. Rows of desks shall be separated by an interval 
of not less than 18 to 20 inches. 

No. 17. Blackboards.— Blackboards shall be of black slate preferably. The height 
of any blackboard shall not be greater than 6J feet. The bottom of the blackboard 
shall be within 26 inches of the floor for primary classes and 30 inches in the higher 
grades. Blackboards shall not be placed between windows or on the rear walls of 
classrooms. 

Chalk troughs shall be placed at the bottom of all blackboards for the collection of 
chalk dust, covered with a coarse-mesh wire detachable for cleansing. 

No. 18. Toilets.— Where a sewerage system or pressure water supply is available, 
or practicable, at least two water-closets shall be installed and connected with the 
sewerage system, one for males and one for females, and so arranged as to afford the 
greatest possible privacy. Where water and sewerage are not available, particularly 
in rural, village, and town schools, at least two outbuildings or privies shall be pro- 
vided, one for males and one for females, and separated one from the other as far as 
the dimensions of the school lot will permit, but not less than 30 feet to the school 
building. Said privies shall be fly proof and shall be built and maintained in accord- 
ance with plans and specifications to be provided by the public health council on 
application. 

All school toilets and privies shall have five seats.for every 100 boys and seven seats 
for every 100 girls and very young children. 

All privies shall be screened in'front by boarding or other means for privacy. 

All boys' privies shall be provided with urinal troughs. 

No. 19. Heating and ventilation. — All classrooms shall have at least 18 square feet 
of floor space and not less than 200 cubic feet of air space foreach pupil. The air of 
these rooms shall at all times be kept in a wholesome condition, and exercises shall be 
suspended as often as necessary to renew the air in any room the ventilation of which 
is defective. Where more approved methods of ventilation have not been installed, 
the rooms shall be ventilated during study and class periods by lowering the windows 
from the top, and during breathing exercises and at recess periods from the bottom. 
Improved heaters aro recommended, but where these have not been provided, the 
stoves, where stoves are used, shall bo jacketed. At least one thermometer shall be 
provided for each classroom, to be placed not higher than 4 feet from the floor, and a 
uniform temperature, not to exceed 70° F., and a proper degree of humidity shall be 
maintained. 

Artificial-ventilation systems shall supply at least 1,800 cubic feet of air per hour 
for each pupil and not loss than six complete changes of air per hour. 

No. 20. Lighting. — Light shall be admitted only from the left side and from the 
rear of the rooms. The total glass area of the windows shall equal not less than one- 
fifth of the floor surface. The windows in the left side of the room shall be set with 
the least possible space between them, and they shall be not less than 3J feet from 
the floor, coming up afl near to the ceiling as the casing and finish will permit. Win- 
dow shades shall be provided for the protection of the eyes of the pupils from a glare 
of light and shall permit adjustment from either the top or bottom. 
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No. 21. Water for washing. — Water and soap for hand washing-shall be provided, 
but no common towel shall be used in any public school in the State. Paper towels 
are recommended, but pupils may be permitted to use their own private towels. 

No. 22. Drinking water. — Boards of education or other school officers in charge shall 
see that their schools are provided with, or have access to, an abundant supply of 
pure drinking water. Buckets and all other open water receptacles are forbidden, 
and also the use of the common drinking cup. Sanitary drinking fountains or indi- 
vidual drinking cups shall be used exclusively in all schools. Where it is necessary 
to use a water receptacle, a closed jar, tank, or cooler with faucet shall be provided, 
which shall be kept clean and which shall have its contents renewed at least every 
morning. 

No. 23. Sweeping of rooms. — No classroom shall be swept except after all school 
exercises for the given day have been concluded, and no floor of a schoolroom shall 
be swept without first having been covered with damp sawdust or other suitable 
preparation for this purpose. All sweepings or waste shall be removed from each 
schoolroom daily. The seats, desks, and other furniture shall be wiped down with an 
oiled or paraffined cloth every day after the dust has settled, and the woodwork or 
finishing of every schoolroom and of every hallway or corridor shall be wiped down 
in the same way at least once a week. 

No. 24. Sanitation of school buildings and grounds. — The public health council shall, 
whenever it deems necessary or advisable, cause an investigation of the sanitary 
condition of any schoolhouse, building, or ground used for school purposes. If they 
shall find that such schoolhouse, building, or ground is in any respect a menace, or 
likely to become a menace, to the health or physical welfare of the pupils or teachers, 
they shall call the attention of the local board of health to the fact; and if, after a 
reasonable length of time the complaint has not been attended to in a satisfactory way, 
they shall either order such changes as in their judgment will make the building and 
grounds safe and sanitary for school purposes, or condemn the same and forbid their 
further use. 

It shall be the duty of the school board of the district forthwith on notification to 
make the changes ordered, and the cost of the same shall be a charge upon the district. 

Churches, Theaters, and Buildings Used for Public Meetings — Cleaning and Venti- 
lation — Spittoons. (Reg. Public Health Council, Jan. 25, 1916.) 

No. 9. Churches and public halls. — Any church, hall, theater, or other building used 
for public meetings shall be kept at all times in a clean and sanitary condition. Every 
such building shall be provided with means for maintaining proper ventilation while 
in use. 

No. 10. Cleaning and ventilation. — All buildings used for public meetings shall be 
cleaned after each meeting held in them, such cleaning to consist of thorough.sweeping 
of floors and wiping of woodwork, together with the opening of all windows and doors 
to permit the entrance of fresh air, unless the particular ventilating system in use 
renders this unnecessary. No such building or room shall be swept without first 
sprinkling the floor with water or throwing on it damp sawdust or other absorbent 
material to prevent dust. Woodwork shall be wiped down with an oiled or paraffined 
cloth, and dry dusting with feathers or dry cloth shall not be practiced. In construing 
this rule, all meetings held during the course of a single day will be regarded as one 
meeting. 

No. 11. Cuspidors. — An ample number of spittoons or cuspidors shall be furnished, 
which shall contain sufficient water to stand one-half inch deep on the bottom. They 
shall be emptied, washed, and disinfected with an approved disinfectant after each 
day's use. 



